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DONSKAYA BOfcNITSA, KRIVC|r ROG 
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4. 


Muiskaya district of the oastera outskirts of Erivoy-Rog 
(R 47^5. 5 3><22). as^s hospital si^ialized in the care 

treertBBht of taberoular patientsJ and was under the juris- 
diotioa «f,j;he-llinistryf of Health* %e hospital coiiQ>ound was 
oOiqpoBed of ninoy one^spioxy briok bumdings which allegedly 
had bean oonstruoted b^ the Trench ait an unknown date* (Refer 


to 


Taberouidsls patients 
dopending c^onprogresst 
90-bed oapdcityy was d« 
ihg the advanced stages 
oatpacityy was reserved 

P hases of the disease; 
he ward designated fox 


sketch of the hospital layouty page V )» 50X1 -HUM 


are assigned lio one of three buildings y 
re stages of me disease: Building Ay 
rignated f or mose patients expei?leno- 
of tuberculomsi Building B, 30-bed 
^or those in me primary and secondary 
id Building Ch 60-bed oepaoltyy was 
those in orimoal condition* 


200-bod cepacity 50X1 -HUM 
or 260 beds in times 
increase the size of the 
I new tuberculosis hospl— 
kHometers away, was 50X1 -HUM 


the fMiiillial' s 
couxu oe ancreaseu to 
of emergency* i*bera 
hospital Binoe. 
tely Sots Gorouy j-coavep ^cnr 
under constiruotlon* | 

Hospital Laboratory and Olinlc 

A tuberculosis treatment clinic for ambulj^ory patlentsy and5oxi-HUM 
a laboratory, were affiliated with the l^mskaya B olnitaa ana 
ware located one kilome ter away from the hospital* 

I ^mouie'coxy 

tpiberoular patients idio were enployed were req.aired to report 
daily to the clinic after work for treatment* 

Incidence of faberculoBis in the USSR 

official Soviet government publications 50X1 -HUM 
stated that only ten percent of the Soviet population was 
taberoultt:, based on s tatistics provided b y clinics and 
laboratories; however, the doctors with 50X1-HUM 

I claimed that 90*3 percent of the Soviet 
population had some form of tuberculosisy active or arrested, 
including bone tuberculosis, and that over 30 percent of 
Sdviet military personnel had been siffected by the disease* 


3* Hospital Equipment, Staff* Salary and Morale 


liie hospital equipment Included one outdated, 
factured X-ray machine in pcjor condition, and' 
violet and other types of heat lamps* Xhe hospital had no 


manUf- 
severai ultra- 
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dlathenny apparatus, aew equipment, act auxiliary electricity 

igenerators for use in the event of power failure^ Oxyger 

tanks were available, however there were no oxygen tenta. 
Mnor operations were performed in a small operating room 
equipped with instruments, sterile gloves, masks, etc. Major 
surgery was performed at another hospital in Krivoy Rog. 


She hospital staff consisted of four doctors, one feldsher, 
and twenty nurses who were supervised by the feldsher. Ap- 
proximately twenty additional worker were eisployed as char- 
women, launderers, maintenance personnel, etc. The admin- 
istrative section of the hospital was located in a small 
building apart from the hospital wards. (See sketch, page 

y ). 
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The mon'Uily salary for staff doctors was 1,000 rubles, where- 
as the feldsher and the nurses received 700 rubles per month. 


The daily work schedule for the nursing staff was 11 hours 
and for the doctors, six and one-half hours. | . , . 50X1 -HUM 

^the morale of the hospital staff was low and all 
were hoping for an iniprovement in their working conditions. i./i 

!^ere were frequent incidents of food theft, and hospital oUXl-HUM 
meals were generally badly prepared and insufficient in quan- 
tity. 


Treatment and Care of Tubwcular Patients 


9. I ^he following^aily schedule fcr ambulatory 50X1 -HUM 

tubercular patients of the D^Mkaya Bolnitsa: Patients 
were awakened at 0800 hours and at 0830 were served a break- 
fast which usually consisted of cereal with 10 to 15 grams 
of butter, 200 grams of braad, and tea. Prom 0900 until 
1200 hours, patients took walks in the hospital garden and 
then returned to the ward for the dally examinations by 
doctors and treatments as prescribed in each case. Treat- 
ments ranged from the administration of artificial pneumo- 
thorax^ and X— ray therapy to the use of drugs such as strep- 
tomyeoin, penijjillln^ and a powdered medicine commonly re- 
ferred to as <^aska5» 

10. A type of borshch containing potatoes, green vegetables, 
beans, chick peas and some pieces of meat was usually 
served at the noonday meal. Occasionally rice or cereal 
with meat was substituted for the borshch. Tea and a fruit 
conpote completed the meal. Prom 1400 until 1600 hours, 
all patients were required to rest in bed, after which there 
was a four-hour free period during which they could remain 
in bed or atteopt some ll^t diversion. After siq)per at 
2000 hours, which usually consisted of a rice or cereal and 
meat dish, tea, and ffuit, the patients had a short recrea- 
tion period, then were required to retire at 2200 hours. 
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